Seitenständer Alu 


24" - 28” 

« verstellbar mittels Druckknopf 

« einfache Montage und Verstellung 
« schwarz mit blauem Druckknopf 

* Länge: 250 - 312 mm 


# 240 095 00 VE = 50 Stück 


Seitenständer Alu, eckig 


“12% - 28“ 

« Längenskala zum Ablängen 
« Sicherheitsfuß 

« Länge: 330 - 335 mm 


#240 096 00 silber 
#240 09700 schwarz VE = 50 Stück 


Seitenständer Alu, universal 


* 26” - 28”, verstellbar mit Schrauben 
Länge: 330 - 400 mm 

« Winkel: ca. 60°, mit großem Fuß 

« Farbe: schwarz, Gewicht: 315 g 


# 240 098 00 VE = 50 Stück 


Seitenständer Alu, universal 


* 24” - 28”, verstellbar 

« mit Befestigungsplatte & Schrauben 
« für Zweitmontage 

« mit großem Fuß 

« Farbe: alu 


# 240 099 00 VE = 50 Stück 


Seitenständer Alu, Edelstahl-Streben 


« 24” - 28”, verstellbar mit Schrauben 
* Länge: 285 - 325 mm 

- mit Sicherheitsfuß 

« Farbe: schwarz 


# 240 100 00 VE = 50 Stück 


Seitenständer Alu, universal 


* 24” - 28”, verstellbar mit Schrauben, 
« Länge: 390 - 355 mm, 

« Winkel: ca. 60°, 

« mit großem Fuß, 

« Farbe: schwarz, Gewicht: 360 q 


# 240 101 00 VE = 50 Stück 
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Parkstützen kick stands 193 


Aluminium side kickstand 


“24” 28” 

« adjustable by means of a press button 
« simple to fit and adjust 

« black with a blue press button 

« length: 250 - 312 mm 


# 240 095 00 Unit = 50 pieces 


Aluminium side kickstand, angular 


“12” - 28” 

« length scale for cutting to length 
« safety foot 

« length: 330 - 335 mm 


#240 096 00 silver 
#240 09700 black Unit = 50 pieces 


Aluminium side kickstand, universal 


* 26” - 28”, adjustable with screws 

« length: 330 - 400 mm 

« angle: approx. 60°, with a large foot 
«colour: black, weight: 315 g 


# 240 098 00 Unit = 50 pieces F FOX 

N PARTS 
Seitenständer Alu, universal =|b 
« 24” - 28”, adjustable a 


« with mounting plate & screws 
« for secondary mounting 
« steplessiy height adjustable 


° colour: aluminium 1% 
an RFOoXx 
# 240 099 00 Unit = 50 pieces 9 PARTS 


Aluminium side kickstand, stainless steel support 


“24” - 28”, adjustable with screws 
« length: 285 - 325 mm 

« with safety foot 

«colour: black 


# 240 100 00 Unit = 50 pieces 


Aluminium side kickstand, universal 


« 24” - 28”, adjustable with screws, 
« length: 390 - 355 mm, 

« angle: approx. 60°, 

« with a large foot, 

« colour: black, weight: 360 g 


# 240 101 00 Unit = 50 pieces 


N PARTS 


